A. EXTRACTION WITH VOLATILE SOLVENTS.
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covers are provided with two pipes: one of these is used for introducing the sol-
vent, the other for ventilation. The ends of the pipes are flexible and can be screwed
to the cover. The bottom of the extractor is slightly conical thus admitting^
a complete evacuation of the extract through the pipe fastened to its center.
S is a. condenser in which the vapors that might otherwise escape are
liquified. The condensate collects at V and flows into the reservoir /4.

Fig. 55.

Side view of an extraction battery by Deroy Fils Aine, Paris.

Vapors that have not been condensed as well as air escape through 5. Si
and S" are the respective condensers for the stills A and A\.

A is a larger still for distillation under atmospheric pressure. It is
provided with a glass tube indicating the height of the liquid and with a
thermometer. The distillate passes through the condenser Si, into the re-
servoir /?4. The residue is allowed to flow into the container ft'.

Ai is a vacuum still which can be heated by means of a water bath.
It is filled by suction from /?". The recovered solvent collects in /?"' from
which it is pumped to the larger reservoirs.